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XV. Description of a nexo species of Chernetidas 
(Pseudoscorpionidaj) from Spain, By Chas. 
O. Waterhouse. 

[Read Feb. Gth, 1878.] 

At the May Meeting of the Entomological Society 
Mr. Grut exhibited a large species of Chelifer which he 
had received fi’om Mr. Sydney Klein, who had taken the 
specimen in North Spain, in the crevices of rocks by the 
sea shore. 

As the species appears to be undoubtedly new, I have 
thought well to describe it. 



I sent a drawing of the specimen to Dr. Ludwig 
Koch, who has recently published a monograph of the 
Chernetidee, and he pronounces it to be distinct from his 
Gary pus litoralisy the only species to which I thought it 
could possibly be referred. 

Dr. Koch throws some doubt on the species belonging 
to the genus Garypus, because it has not the cephalo- 
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thorax so much produced anteriorly as in the species 
produced by him. I think, liowever, that it Avould be 
unadvisable to propose a new genus for it on such slight 
grounds, and I, therefore, place it for the present in that 
genus. 

I propose to name it— 

Garypus saxicola. 

Total length 7 millm., total length of palpus 11 millm. 

The whole of the upper side is ashy-grey, the diAusions 
betAveen the abdominal segments and the Avhole underside 
are much paler, approaching to Avhite; the palpi are rather 
darker than the u]3per surface of the body, and are tinged 
Avith grejdsh-purple, the apical joint rather more broAvn ; 
the legs are pale testaceous. 

The cephalothorax is broadest behind, narroAved in 
front, Avith a scarcely-perceptible mesial longitudinal im¬ 
pression in front. Taa^o eyes on each side, placed on a 
slight SAvelling. 

JMandibles shining, pitchy-testaceous, beset Avith a few 
long bristles. Palpi Avith the coxal joint short pear-sha])ed, 
testaceous, thickly but very finely granular, beset Avith a 
fcAv very short fine bristles; the femoral and tlbial joints 
a little enlarged toAvards their apex, thickly and very finely 
granular, the former A^ery nearly ^ longer than the tibial 
joint; the last joint very nearly tAvice as long as the 
femoral joint, extremely finely granular, the finger about 
I longer than the SAVollen part, rather strongly granular 
and beset Avith some fine bristles. The abdominal seg¬ 
ments are diAuded in the middle, closel}^, finely, but dis¬ 
tinctly granular in the same manner as the cephalothorax. 

Ilab. —Spain. Brit. Mus. 

I ha\"e been using a compound microscope, Avith a Ioav 
poA\er (1^ inch), to giA^e the sculpture. AVith this glass 
the granulation of the cephalothorax and abdomen and 
fingers of the palpi are easily seen, but the sculpture of 
the femoral and tibial joints of the palpi is only seen by 
looking very carefully. 

The specimen fi’om Avhich I have taken my description 
lived until September last; it caught house-flies Avhich 
I placed in the box Avith it, and I noticed that the flies 
died very quickly Avhen only held even by one pair of 
claAVS fixed in the thorax. 


